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NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


ACETIC ACID STERILE 2% IRRIG SOLN 


Description: 

Quantity made: 135 ML 

uiy remai 

Date made: 8/2/2012 
Lot number: 0802201 2@51 
Beyond use date: January 29, 2013 1 

180 days after compounding date 

Pharmacist: JME 

Technician: LINDSAY ANKNEY 

NDC1: 

Packaging: 


Batch yield: 135.000 


Active 0 
Formula ID: 100ST 
Log ID: 240882 


Pricing calculations from the log 


Estimated price 

$9.00 as of 


Ingredient cost 

$0.00 


Device cost 

$0.00 


Time cost 

$0 00 Time to make: 

0 

Profit 

$9.00 




Originally made as: 135 ACETIC ACID STERILE 2% IRRIG SOLN 
Calculated lot number: 0802201 2@51 Beyond use date: 1 /29/201 3 
"FORMULA INSTRUCTIONS: 

TAKE SAFETY PRECAUTIONS. PROTECT EYES AND SKIN WHEN WORKING WITH ACIDS 

WILL NEED STERILIZED 2QZ AMBER GLASS BOSTON ROUND BOTTLES AND STERILIZED 
BLACK PHENOLIC SCREW ON CAPS. 

!>,». 

1. MEASURE APPROPRIATE VOLUME OF GLACIAL ACETIC ACID IN GRADUATE OR SYRINGE „ i , 

2. ADD TO 80% FINAL VOLUME OF STERILE WATER WITH STIRRING PROTECT EYES ity IS) ' 

3. QS TO FINAL VOLUME WITH WATER 

4. STERILIZE BY FILTERING THRU NALGENE FILTER (OR APPROPRIATE SIZE 0.2MICRON FILTER) 

■4. POUR INTO APPROPRIATE SIZE(2 OZ.) STERILIZED GLASS BOSTON ROUND BOTTLES AND CAP WITH 
STERILE PHENOLIC BLACK SCREW CAP. . , 

5. TAMPER EVIDENT JELLY IS TO BE APPLIED OUTSIDE OF THE CLEAN ROOM. 

‘6. APPLY AVERY(BATCH) LABEL AND IRRIGATION ONLY STICKER. 

MUST HAVE T.E. JELLIES APPLIED BEFORE DISPENSING. 

MUST HAVE IRRIGATION ONLY STICKER ON THE BOTTLES. 
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PHARMACY 


FRAMINGHAM. MA 017Q2 6 

ACETIC ACI D STERILE 2% IRRIG SOI N " 
Lot # onnwnijft,^ asc3rd after i/2g/20l3 


"*NOT FOR INJECTION*"! RRIGATION ONl/3 
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FDA P00168567 



